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MP : ESTIMATED NO. OF ESTIMATED 
NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
11640 Board, Etched Assembly, O2A M-2 

Per R-W Dwg. No. 50406246~-201 $ 503.86 2 1,007.72 
11643 Board, Etched Assembly, O2B M-2 

Per R-W Dwg. No. 50406221-201 451. by 2 902.88 
11645 Board, Etched Assembly, O02C M-2 

Per R-W Dwg. No. 50406226-201 451. 4b 2 902.88 
11647 Board, Etched Assembly, 02D M-2 

Per R-W Dwg. No. 50406227-201 451. 4b 2 902.88 
11649 Board, Etched Assembly, 03 M-2 

Per R-W Dwg. No. 50406309-201 i aly oe pe 2 1,435.42 
11637 Board, Etched Assembly, O4 M-2 

Per R-W Dwg. No. 50406409-201 969.73 3 2,909.19 
11651 Board, Etched Assembly, 05 M-2 

Per R-W Dwg. No. 50406507-201 967 «76 4 3,871.04 
10181 Brushes, Capstan Motor, GLOBE 

Type ss »25 50 .- 22.50 
10043 Brushes, for Loop Arm Commutators 225 10 2.50 
30003 Capacitor, Tantalytic, 4 MFD, 

150 ¥., GENERAL ELECTRIC 

No. 29F447 9.30 10 93.00 
12004 Coaxial Jumper Assembly per R-W 

Dwg. No. 50406869 6.00 5 30.00 
11034 Coaxial Assembly per R-W Dwg. 

No. 50406870-1 2.50 2 5.00 
11059 Coaxial Assembly per R-W Dwég- 

No. 50406870~2 2.50 2 5.00 
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14 10979 Coaxial Assembly per R-W Dwe. 

No. 50406870-3 $ 2.50 2 $ 5.00 
15 11055 Coaxial Assembly per R-W Dwe. 

No. 50406870-4 2.50 2 5.00 
16 110k2 Coaxial Assembly per R-W Dwg. 

No. 50406870-5 2.50 2 5.00 
17 11401 Coaxial Assembly per R-W Dwe. 

No. 50406870-6 2.50 2 5.00 
18 65501 Crystal, 1KC, MONITOR PRODUCTS 

CO., MC-152 with Octal Base or 

HILL ELECTRONICS 8J208s 70.00 2 140.00 
19 55011 Diode, HUGHES 6009 3.13 15 46.95 
20 55003 Diode, TEXAS INST. CO. 601C 3.60 10 36.00 
el 55032 Diode, Power, TRANSITRON, Type 

1LN341 15.00 4 60.00 
22 55026 Diode, Silicon, HUGHES 6008 5.85 10 58.50 
23 55016 Diode, TEXAS INST. CO. 616C 4.75 4 19.00 
2h 55039 Diode, Type 1N21 2.00 4 8.00 
25 55010 Diode, HUGHES, Type 1N99 1.12 10 11.20 
26 57005 ‘Fuse, Slo-Blo, 3AG, 3Amp-, 

LITTLEFUSE No. 313003 -20 10 2.00 
27 10174 Motor, Capstan, with Electric 

Filter, Mech. Filter and Bracket 186.15 4 Thy..60 
28 10184. Motor, Supply Reel and Gear Box 

Assembly 257.00 2 514.00 
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29 10168 Motor, Take-up Reel and 

Gear Assembly 257-00 4 1,028.00 
30 68026 —- Relay, POTTER-BRUMFIELD SMSDS 5.80 5 29.00 
31 10015 Ring Gear and Reel Assembly 29.00 y 116.00 
32 10600 Solenoid, Jam Roller, WEST 

COAST ELECTRIC MFG. CORP. 

No. A-359 6.75 2 13.50 
33 50001 Transistor, TEXAS INST. 903 9.65 10 96 50 
34 50006 Transistor, TEXAS INST. 953 19.40 10 194.00 
35 45063 Tube, Vacuum Type 6299 MIL-E 

1/404 (Navy) 56.00 2 112.00 
36 45043 Tube, Vacuum Type 6021 per 

MIL-E-1B 7.80 5 39.00 
37 45053 Tube, Vacuum Type 5899 per 

MIL--1B 7.20 5 36.00 
38 45ohe Tube, Vacuum Type 5702 WA per 

MIL-E-1B 585 5 29.25 
39 45050 Tube, Vacuum Type 5636 per 

MI].-E-1B 13.30 5 66.50 
IK@) 45072 fube, Vacuum Type 5784 per MIL-E-1B 11.85 5 59.25 
Te 45100 Tube, Vacuum Type 6112 per MIL-E-1B 10.80 5 54.00 
i) 45171 Tube, Vacuum Type 6872 per MIL-E-1B 14.50 y 58.00 
43 45096 Tube, 6C} 1.60 5 8.00 
yd k505k Tube, 5686 3.30 5 16.50 
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5 47344 Tube, SRUYWGY 6.50 5 32.50 
46 45021 Tube, VR-150/0D3 2.85 5 14.25 
47 45028 Tube, 1L2AU7 2-40 5 12.00 
48 45024 Tube, 5670 4.85 5 24.25 
hg 45036 Tube, 6AL5 Le? 5 8.75 
50 45029 Tube, 12AT7 2.85 5 14.25 
| 51 45057 Tube, 6AS6 2.00 5 10.00 
52 A5oh5 Tube, 5965 2555 5 12.75 
53 45032 Tube, 2D21 2.00 5 10.00 
54 45081 Tube, L2AXT 2.55 5 12.75 
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MP ESTIMATED NO. OF ESTIMATED 
NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
10811 Amplifier and Rack Assembly, 

AMPEX No. 5701 - ‘$ 425.00 1 $ 425.00 
10196 Cable, Antenna (W 1502) 14.00 1 14.00 
63021 Cable, Info., Recorder, Monitoring 8.50 3 25.50 
63007 Cable, Power Supply, AMPEX 3.00 3 9.00 
63008 Cable, Interconnecting, 

Bias, AMPEX 2.00 2 4.00 
63010 Cable, Interconnecting, 

Power, AMPEX 3.00 2 3.00 
63012 Cable, Primary Power, AMPEX 1.50 1 1.50 
63011 Cable, Interconnecting, Power, 

(Modified) AMPEX 5.00 1 5.00 
10817 Cable, Power 64.45 4 257.80 
11629 Control, Receiver, System 3 M-2 

Per R-W Dwg. No. 50406888 1,320.88 2 2,641.76 
10204 Converter, Frequency, HEWLETT- 

PACKARD 525A (Plug-in Head for 

MP-10211) 10 cps - 100 me 250.00 1 250.00 
10216 Converter, Frequency, HEWLETT- 

PACKARD 525B (Plug-in Head for 

MP-10211) 100-200 me 250.00 ch 250.00 
10211 Counter, Frequency, HEWLETT- 

PACKARD 524B, 10 cps - 10 me 

accuracy, .0001% to 200 me with 

Plug-in Heads (MP-10216 and MP-10204) 2,150.00 1 2,150.00 
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14 10143 De-Magnetizer, Head, AMPEX 

Cat. N. 704 $ 8.25 2 $ 16.50 
15 10415 Dolly Table Top, MAGNESIUM CO. 

OF AMERICA M-126 96.75 2 193.50 
16 11636 Generator, Sweep, VHF, JERROLD. 

Model 220 350.00 7. 350.00 
17 11631 Indicator, Frequency Channel 

Per R-W Dwg. No. 50406819 1,848.50 2 3,697.00 
18 11635 Junction Box, Test, per R-W 

Dwg. No. 50406820 1,368.00 1 (*) 
19 10439 Kit, Tool, System 3 10.00 3 30.00 
20 10194 Meter, Flutter, D and R, LID. 

Model FL-36 0-0.5, 0-2% 185.00 A: 185.00 
al 10207 Meter, Tension, GEO. SCHERR 

CO., O-3 Oz. 26.00 1 26.00 
22 10165 Meter, Tension, GEO. SCHERR 

CO. O-30 Oz. 26.00 1 26.00 
23 10218 Oscilloscope, C. R., TEKTRONIX 


531 Driven sweep to 0.1 microsecond 
per em (Requires plug-in preampli- 
fiers, MP-10148 and MP-10230) 995.00. ni 995.00 


2h 10148 Oscilloscope, Preamplifier, Plug- 
in, High Gain, TEKTRONIX 53B 
(Used with MP-10218) Sensitivity 
5 mve/em., Frequency response to 
9 me 125.00 1 125.00 


25 10230 Oscilloscope, Preamplifier, Plug- 
in, Dual Trace, TEKTRONIX 53¢ 
(Used with MP-10218) Sensitivity 
0.05 V./em, Frequency response t 
to 8.5 me 275.00 1 275.00 


nee 
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MP ESTIMATED NO. OF ESTIMATED 
NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
10187 Oscilloscope Probe, Attenuator 
TEKTRONIX P5LOA $ 8.50 2 $ 17-00 

LO2LT Power Supply, Dual, DRESSEN- 

BARNES Model D3-300D, 0-300 V>, 

d-c regulated, 300 ma. max 550.00 a1. 550.00 
11630 Panel, Test, System 3 M-2, per 

R-W Dwg. No. 50406830 200.00 2 400.00 
10404 Power Supply, AMPEBX No. 3741 75.00 1 75.00 
10843 Shield, Can 7" for use with 

MP-10767, MP-1O751 end MP-10776, 

Per R-W Dwg. No. 50406080 15.75 2 31.50 
10188 Tachometer, Stroboscopic, 

GENERAL RADIO Type 631-BL 150.00 a 150.00 
10145 Tape, Magnetic, 6500 Ft. Reels, 

.0005 Mylar, Audio Tape on 

10 1/2" Reels 29.25 50 1,462.50 
LOLT3 Tape Splicer, Model Tg4, ROBINS 

INDUSTRY CORP., Bayside, N. Y- 8.50 af 8.50 
LOLYY. Tape, Test, AMPEX Model 6000-AL 12.00 2 2h .00 
10770 Test Jig for 02A with Shield 

Per R-W Dwg. No. 50406831 99.89 1 99.89 
10767 Test Jig for 02B, per R-W 

Dwg. No. 50406823 142.76 it 142.76 
1LO751 Test Jig for 02C, Per R-W Dwe- 

No. 40406833 146.24 1 146.24 
10776 Test Jig for 02D, per R-W . 

Dwg. NO. 50406835 144.08 1 144.08 
LOTUS Test Jig for 03, per R-W 

Dwe. No. 50406167 151.23 1 151.23 
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Test Ste for O4, per R-W 
Dwg. No. 50406168 


Test Jig for 05, per R-W 
Dwg. No. 50406169 


Test Jig for 03, O4 and 05, 
Per R-W Dwg. No. 50406170 


Test Probe R- Fe 


Transport, Low Speed, AMPEX 
No. 5700 (Modified) 


Test Set, Control and Frequency 


Indicator Unit, per R-W Dwg. No. 


50406834 


ESTIMATED NO. OF ESTIMATED 
UNIT COST UNITS AMOUNT 
170.97 1 170.97 
180.47 1 180.47 
139.26 1 139.26 
89.75 2 179-50 
850.00 1 850.00 
718.00 2 1,436.00 
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